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U-boat expeditions, convoy movements and E-boat excursions 
all come under the watchful eye of the Fleet Air Arm, whose 
Photography is indispens- 
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Remember golf ? — with brogues and a jacket of many colours to 
go with it? Remember winter sports? — with full kit, including 
sticking plaster? Remember beach holidays? — the bathing suits, 
wraps, rubber soled shoes? Remember evenings of dancing in white 
tie and tails? All these things belong to that part of the Austin 
Reed service which will stage a come back — perhaps sooner than 
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SATURDAY, 


“INLAND NAVY” INFANTRY, IN BUFFALOES, 
AND CLEVE WITH SUPPLIES FOR GENERAL 


General Crerar's offensive on the Dutch-German frontier is the world's most watery war, 
fought mainly by troops in Buffalo and Duck amphibious vehicles over country completely 
flooded by the Germans. Our photograph, taken on the “ road " from Nijmegen to Cleve, 
shows why the British and Canadian troops, attacking between the Rhine and the Maas, 
call themselves the ‘‘ Waterborne" or the “Inland Navy.” Despite these difficult 
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1945. 


THE FLOODED COUNTRY BETWEEN NIJMEGEN 


CRERAR’S TROOPS ADVANCING INTO GERMANY. 


| 


conditions we are getting on ; Cleve Forest, still held by the enemy, is being systematically 
shelled by our guns, while to the north-east our boating infantry have reached what would 
have been, without the floods, the bank of the Rhine a short distance south-west of the area 
opposite to Emmerich. The Buffaloes, which have been kept going day and night since the 
offensive was first launched, are transporting supplies and reinforcements. 
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ARTHUR BRYANT. 


By 


the earth as the Russian armies surge towards it 
from the east. What will follow during the next few 
weeks or months it is impossible to say, but it is 
difficult to believe that in the period before the last 

desperate Nazi storm-trooper ceases fire, 


out in a seemingly never-ending procession of avenging 
thunder, and this morning I have just received the 
news that Dresden—that lovely seventeenth-century 
city of palaces above the Elbe—has been blasted from 


EVENTY-FOUR years ago, when my father was 

a lad of thirteen, the world, intent on a great 

European war, suddenly became aware of a new 

phenomenon—the political unity of Germany. At 
the hour when Prussian, Saxon and 








Bavarian guns were sounding the death- 








ONE HUNDRED YEARS AGO: REPRODUCTIONS AND QUOTATIONS FROM 








a single one of Germany’s great cities will 
escape the molten flood pouring down on 


knell of the French Third Empire, the ss fs 
union of Germany under the Prussian Te BEEN? Le SES” CF ey Se eee that doomed and accursed nation. The 
King—a new European Emperor—was misery which the German people are now 
proclaimed. It was not a complete union, suffering and will have to suffer will match, 
if not surpass—were that possible—the 


for what was still regarded as the senior 
German Power, Austria, itself the victim of 
a Prussian attack five years before, re- 
mained outside. It was left to an Austrian 
Customs official’s son, still unborn, to 
complete the unification of the Teutons 
sixty-seven years later in the Anschluss. 
But the process which the remainder 
of Europe has had such bitter occasion 
to rue was begun on New Year’s Day, 1871. 
What it is so hard to believe, in the light 
of all that has happened since, is that the 
union of Germany is so recent a thing. 
Every octogenarian living in Hitler’s Reich 
can remember a time when Germany was 
no more a sovereign political unity than 
Europe or Asia is to-day. 


The change, when it occurred, took 
the world by surprise. In the minds of a 
few like Bismarck the union of Germany 
was something long contemplated, but to 
the great majority of men it was as bewil- 
dering as an earthquake; it changed in a 
night their preconceived map of the world. 
Equally unconsciously, I suggest, we are 
witnessing a similar revolutionary change at 
the present time. The world to which we 
have been accustomed since our earliest 
years is about to vanish. And a new world 
is going to take its place. 


How great the political earthquake now 
in progress is going to be and how deeply 
it is going to affect the lives of ourselves 
and our children no man can say. But one 
can be sure that it is going to make the 
changes that occurred at the end of the last 
war seem in comparison like some periodic 
event in the peaceful life of a Victorian 
parish: the succession of a new vicar or a 
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“INTERIOR OF THE CONSERVATIVE CLUB-HOUSE, 


THE UPPER VESTIBULE.” 
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misery their rulers have inflicted on the 
peoples they have enslaved. The agony 
of thirty million Poles, of eight million 
Dutch and six million Greeks and twelve 
million Czechs and three million Norwe- 
gians and fourteen million Yugoslavs and an 
unnumbered number of Russians, to say 
nothing of the French, Belgians and Danes, 
will now be paralleled by the agony of 
seventy or eighty million Germans. The 
thought of the sum total of human misery 
involved is staggering: to one who has not 
shared it, it is virtually inconceivable. 


And from this Golgotha of modern man, 
of his dearest ties, dreams and aspirations, 
a new world, good or evil, is of necessity 
going to be born. What part the German 
people, like their hapless neighbour peoples, 
will play in it cannot yet be foreseen: one 
can only trust, for their own sake and that 
of all mankind, a wiser and a happier part 
than they have played in the immediate 
past. It may well be that, in the fullness 
of time and their own expiation, they will 
give to the world new Beethovens and 
Bachs and Goethes, just as their victims, 
the Dutch, may give new Rembrandts and 
the Poles new Chopins and _ Sobieskis. 
The great races of the world, being un- 
dying, will survive the civilisations they 
have created. In the midst of all de- 
struction the germinating principle of life 
will remain. 


It is on that thought that our hopes of 
the future should rest : 


*Tis well an old age is out 
And time to begin a new. 


The European world we opened our eyes 


change in the organist. Then, in 1918, three — WEYZERSEWffAS aN upon is now as much a part of history as 
a eee - . ; Tf, SiY Sega 
ancient Empires vanished and seven inde- , S LEN that of the Cesars and the Ghibellines. 
pendent nations were born or reborn. But Dy < is9 Sy We in this fortunate and sheltered island 
to-day far more is going to alter. The I — : may escape, like our fathers in other and 


polities and principalities which are crumbling 
before our eyes are already, though we know 
it not, dead. The life has gone out of them 
during the ghastly and murderous orgy of 
the past seven years. We cannot resurrect 
them, however much we may want to, any 
more than we can bring back to this life 
the dear individuals whom we loved in the 
pre-war years. The new world is going to 
take shape without them. 


The greatest of the changes in the map, 
in my belief, is going to be the disappearance 
of Germany. For Germany, the State which 
Bismarck created by blood and iron, which 
the victors of Versailles preserved and 
which Hitler reanimated, is dissolving 
before our eyes. There will be no peace 
this time with a defeated Germany, for 
there will be no one in Germany with the 
power or will to negotiate such a peace. 
The Allied statesmen by their insistence 
on the policy of Unconditional Surrender 
have made sure of that, whether inten- 
tionally or unintentionally. For the last 
time Hitler is going to have. his bloody 
way. The Third Reich, and with it the 
very conception of Germany as a nation, 
are going to vanish in a GotterdAmmerung 
of flame, massacre and destruction such as 
this tragic world has probably never 
witnessed. Even as [I wrote the opening 
lines of this page I heard our bombers going 
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THE INNER, HALL,” 
“The arrangements and accommodation of the interior comprise the usual complement 
in such establishments, viz., a morning-room, coffee-room, and home dining-room, on the 
round-floor ; and an evening and drawing-room, with card-room and library, on the upper. 
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apartments themselves, however, are more spacious than usual . . . the 
may be pronounced the facile princeps of club-houses, or the veritable ‘King of Clubs.’ ... 
The Inner Hall is lighted partly from the staircase, but chiefly through the circular opening 
in its ceiling, and the floor of the Upper Vestibule, corresponding with the dome over the 
latter, which is, therefore, partly visible, and its ceiling and dome entirely so, from below. . . . 








STREET. 


nservative 


This novel and clever arrangement is shown in the two engravings conjointly.” 








revolutions, from the more violent 
of change and live out our lives 
amid some semblance of the domestic 
world we knew as children. Our ability 
to do so will probably largely depend on 
the degree to which we recognise and adapt 
ourselves to the staggering changes hap- 
pening around us. Our business is not to 
deplore the passing of the old world—that 
has gone beyond recall—but to recognise 
and guide the birth of the new. We cannot, 
for instance, restore the Poland of 19390 
any more than we can call to life the 
millions of murdered and martyred Poles, 
or even than we can—did we wish to do 
so—restore the Germany of 1939. All we 
can do is to do our best in the utterly 
different conditions of 1945 to ensure that 
the Polish people, living and still to be 
born, enjoy a new birth of freedom and 
an opportunity to begin life anew. We 
shall not ensure that by harping on the 
monstrous injustices that a now vanished 
Polish State has suffered or by insisting 
vainly that what has come to pass shall 
be undone. So also in other things, to 
the degree that we turn our eyes from 
the tragic fires of the past to the dawning 
light of a new era, we shall do something 
towards the hastening of that dawn. 
Let us see to it—we owe it to our heroic 
dead—that we welcome it without illusions 
and without sterile regrets ! 
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SAILING TO VICTORY: FLOODS WHICH FAILED TO STOP OUR TROOPS. 


BUFFALO AMPHIBIOUS VEHICLES CARRYING BRITISH TROOPS AND SUPPLIES FROM NIJMEGEN TO CLEVE, OVER THE FLOOD WATERS RELEASED BY THE GERMANS. THE PHOTOGRAPH 
WAS TAKEN FROM A LOW-FLYING ALLIED AIRCRAFT ON RECONNAISSANCE OVER A BATTLEFIELD WHICH MORE RESEMBLES THE SETTING FOR A NAVAL ENGAGEMENT. 


THIS DOUBLE ROW OF TREES BETWEEN THE WAR-SHATTERED HOUSES DENOTES THE MAIN ROAD FROM NIJMECEN TO CLEVE. A SINGLE FILE OF DUKW AMPHIBIOUS LORRIES, 
CARRYING ALLIED SUPPLIES, IS SAILING ALONG THE ROAD ON DEEP WATER RELEASED WHEN THE RETREATING GERMANS BREACHED THE BANKS OF THE RHINE. 


All reports of the British and Canadian offensive south-east of Nijmegen, in the to a minor naval engagement. It is from this area that our two photographs come, 
“ corridor" between the Rivers Rhine and Maas, have stressed the mud and floods showing troops and supplies more or less sailing to victory. In spite of the conditions 
of the area. On the left flank in particular, where the Germans released big floods they illustrate, the Canadians advanced to and have held a ten-mile stretch of the 
in the path of our advance by breaching the banks of the Rhine, the Canadians Rhine from the German frontier to a point opposite Emmerich, while on their right other 
have been fighting an amphibious operation which at times has almost amounted troops are steadily swinging towards the river line 
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THE RUINS OF CLEVE: A GERMAN TO 
BY ARMOURED ASSAULT: STREETS HII 
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GERMAN PRISONERS, FOUND HIDING IN A CELLAR BENEATH THE RUINS 
OF WHAT WAS CLEVE, BEING ROUNDED UP BY BRITISH TROOPS. 3 
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CLEARED BY BULLDOZERS, THIS STREET IN RUINED CLEVE IS CARRYING BRITISH 
TRANSPORT. MANY STREETS IN THIS GERMAN TOWN HAVE VANISHED UNDER RUBBLE. 


ae | 


t A GUTTED CORNER OF CLEVE. A HEAVY NIGHT ATTACK BY R.A.F. BOMBER COMMAND 
rd RUINS BEFORE THE LAUNCHING OF FIELD-MARSHAL MONTGOMERY'S LAND OFFENSIVE 
} 

Our photographs show some of the results of modern warfare when it sweeps 
over an enemy strong-point. The German town of Cleve, with a peacetime population 

of some 20,000, was a northern bastion of the Siegfried Line. The assault on it 
opened on the night of February 7, when it was a key target for a fleet of 700 heavy 
bombers of R.A.F. Bomber Command, whose attack was so concentrated that 
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BRITISH TROOPS IN POSSESSION OF A PIECE OF HIGH GROUND NEAR NUTTERDEN, IN THE 
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A GERMAN SNIPER, HIS HANDS RAISED IN SURRENDER, COMING OUT OF A WRECKED 
BUILDING WHICH WAS BEING SHOT UP BY ONE OF OUR TANKS, 
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LAID THIS GERMAN TOWN IN AN AERIAL PHOTOGRAPH OF ANOTHER PART OF 
TOWN'S OCCUPATION. ASSAULT TANKS AND ARMOUR 


subsequent reports said scarcely a single house had been left habitable in the town. 
This air attack preceded the launching of the land offensive, and four days after 
Montgomery's troops had swung into action south-east of Nijmegen they had 
entered the streets of Cleve. The final assault was as swift and almost as 
devastating as the bombing raid. Before dawn on February 12, flame-throwers 
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TOWN SMASHED BY BOMBING AND 
S HIDDEN BY MOUNDS OF RUBBLE. 
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? A BREN CARRIER BEING TOWED THROUGH THE RUINS OF CLEVE BY AN 
A.V.R.E. CHURCHILL TANK. ALLIED ARMOUR SMASHED STRAIGHT THROUGH. 
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REICHSWALD, COMMANDING THE ROAD ALONG WHICH OUR FORCES ADVANCED TO CLEVE. 
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THE DAMAGE IN ONE CORNER OF CLEVE AFTER OUR TROOPS HAD OCCUPIED THE TOWN. 
IT WAS SAID THAT SCARCELY A BUILDING WAS LEFT HABITABLE IN CLEVE. 


TANKS, CALLED UP BY INFANTRY ROUNDING UP SNIPERS, ARE PATROLLING 
A STREET TO SHOOT UP SOME OF THE ENEMY NESTS IN BUILDINGS STILL STANDING. 
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A THIRD AERIAL VIEW OF CLEVE AFTER BRITISH HEAVY BOMBERS, ARTILLERY, AND ARMOURED COLUMNS 


BATTERED CLEVE, TAKEN ON THE DAY AFTER THE 
HAD FINISHED WITH IT. ONLY 50 CIVILIANS OUT OF THE ORIGINAL 20,000 WERE FOUND AMONG THE RUINS. y 


HAD SWEPT THROUGH THE TOWN FROM END TO END. 2 


and assault tanks led armoured columns in a sweep through the town, ard when found. They had been hiding in cellars since the night raid of February 7, which 


they had gone through, the battle for Cleve was over. The assault tanks levelled 
buildings from one end of Cleve to the other. As dawn broke, the armoured 
formation was followed by Scottish infantry, who moved through the streets 
collecting prisoners. Of the original population of 20,000, only fifty civilians were 


had levelled most of Cleve and buried hundreds of Germans in the ruins of their 
homes. Troops and correspondents who later moved into Cleve described it as 
completely razed, with most of its streets vanished under mounds of rubble 
which made the town virtually unrecognisable. 





202—THE ILLUSTRATED LONDON NEWS—Fes. 24, 1945 


ON THE WESTERN FRONT: SCENES FROM VARIOUS SECTORS: 


SOME OF THE BATTLE RUINS OF NEUF BREISACH, IN THE ALSACE SECTOR OF THE WESTERN 
THIS RHINE TOWN FELL TO FRENCH AND U.S. TROOPS AFTER FIERCE FIGHTING. BRITISH INFANTRY ADVANCING ALONG THE ROAD TO GOCH, INTO WHICH OUR TROOPS 


FRONT. 
FOUGHT THEIR WAY IN THICK FOG ON THE AFTERNOON OF FEBRUARY 18. 


A GATHERING OF BRITISH TANKS, AWAITING THE SIGNAL TO MOVE FORWARD IN AN ATTACK IN THE GOCH AREA. A GERMAN DEFENCE LINE AS SEEN BY THE AERIAL CAMERA 
PATH OF 


BRITISH TROOPS CUT THE ROAD BETWEEN GOCH AND CALCAR, TWO “ HEDGEHOG * TOWNS OF THE SIEGFRIED LINE. EITHER SIDE OF A DEEP ANTI-TANK DITCH DUG IN THE 


OR THE SIGHT OF THE UMBRELLA ATTRACTED THIS WHITE THIS DENSE CLOUD OF SMOKE RECORDS THE SUCCESS OF A DIVE-BOMBING ATTACK 


WHETHER THE HOPE OF FOOD 
OUR TROOPS FOR THREE MILES INTO CLEVE, BY THUNDERBOLTS ON A GERMAN GARRISON IN THE PATH OF ADVANCING U.S. TROORS. 


GOAT 18 NOT CLEAR, BUT IT FOLLOWED 
Various sectors and aspects of the war on the Western Front are covered by our whose enveloping attacks on the town of Goch were progressing well, the majn oot 
pictures. At the time of writing, almost the entire front was under an air of road to Calcar having been cut by British forces. Troops who got across this : ons 
expectancy, with rumours hinting at the launching of a great offensive. The | road captured upwards of a thousand German parachute troops in one day's ne 
only sizeable movement was the flank operation of the Canadian First Army, fighting. On the extreme left flank, somewhat to the north, the Canadian left pianni 
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BRITISH AND U.S. TROOPS IN ACTION IN THE SIEGFRIED LINE. 


DAMAGED BY ARTILLERY FIRE, THIS TRAINING SCHOOL FOR S.S. TROOPS AT ORDENSBURG- 
IN GERMANY, WAS CAPTURED BY MEN OF THE U.S. NINTH INFANTRY DIVISION. 


DUKW AMPHIBIOUS LORRIES BEING LOADED WITH SUPPLIES FOR BRITISH TROOPS WHO HAD VOGELSANG, 
ADVANCED INTO THE FLOODED COUNTRYSIDE BEYOND CLEVE IN A WATERY OFFENSIVE. 
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THESE AMERICAN INFANTRYMEN, ADVANCING AMONG THE CONCRETE ‘“‘ DRAGON TEETH" DEFENCES OF THE SIEGFRIED 


CAMERA. THE WAVY LINES ARE ZIG-ZAG TRENCHES ON 
LINE, ARE PASSING A BIG CONCRETE BLOCKHOUSE. U.S. TROOPS ARE STEADILY REDUCING THE SIEGFRIED DEFENCES. 


PATH OF MONTGOMERY'S ADVANCE, WHICH IT FAILED TO HALT, 


ON A LARGE BUILDING USED FIELD-MARSHAL MONTGOMERY SALUTING ROADSIDE TRANSPORT FROM A DUKW AMPHIBIOUS 


SHELLS FROM AMERICAN I105-MM. GUNS LANDING 
LORRY IN WHICH HE RODE TO VISIT BRITISH TROOPS IN THE CLEVE AREA 


AS AN OBSERVATION POST BY GERMANS IN ALTBRETSACH, ACROSS THE RHINE. 


wing was in possession of a flooded ten-mile stretch of the Rhine from the | campaign. Further south, the American Third Army was continuing its steady push 
German frontier to a point opposite Emmerich, and was swinging a steady right into the Siegtried Line on a crescent-shaped front, of 33 miles. Gains continued to 
hook towards the river lower down, in an operation which reflected the precise be made in the Echternach bridgehead, where the Siegfried system is at its thickest 
planning and execution that have characterised Allied movements throughout the pill-boxes being immobilised and passed in a slow but sure forward drive. 
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DRESDEN: BOMBED BY THE ALLIES 
IN SUPPORT OF THE RED ARMY. 
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DRESDEN: A VIEW OF THE ALTMARKT AND A GENERAL VIEW OF DRESDEN, SHOWING A SWEEP OF THE ELBE, WITH THREE THE HOF-KIRCHE, ON WHOSE PARAPETS 
KREUZKIRCHE (THE CHURCH ON- RIGHT), OF ITS BRIDGES: IN THE CENTRE, BY AUGUSTUS’ BRIDGE, IS THE HOF-KIRCHE. FIFTY-NINE STATUES OF SAINTS. 
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THE JAPANESE PALACE, ERECTED IN 1715, NAMED AFTER JAPANESE PORCELAIN FORMERLY A GENERAL VIEW OF THE BAROQUE-STYLE ZWINGER, WHICH, WITH THE MUSEUM; CONTAINED 
PRESERVED THERE. IT HAS BEEN OCCUPIED SINCE 1786 BY THE SAXON STATE LIBRARY. DRESDEN’S MOST FAMOUS PICTURES. IT WAS ENTERED FROM THE THEATER-PLATZ. 
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THE ACADEMY OF FINE ARTS: UNDER THE KINGS OF THE "OPERA HOUSE, A MAGNIFICENT RENAISSANCE BUILDING A FAVOURITE VIEW FROM THE RIVER ELBE, SHOWING THE 
SAXONY THE FINE ARTS WERE PATRONISED, AND DRESDEN RICHLY ADORNED WITH SCULPTURE. ._HERE RICHARD STANDEHAUS, THE GEORGEN-TOR, THE SCHLOSS, AND THE 
BECAME THE GERMAN FLORENCE IN CULTURE. STRAUSS FIRST PRODUCED HIS GREATEST OPERATIC WORKS, HOF-KIRCHE—-HISTORIC PLACES ALL REPORTED DESTROYED. 





AN AERIAL VIEW OF THE CENTRE OF DRESDEN, SHOWING THE NEUMARKT, AND, IN CENTRE, THE ROYAL PALACE OF THE KINGS OF SAXONY, THE SCHLOSS, NEAR THE AUGUSTUS 


THE FRAUENKIRCHE, THE FIRST PROTESTANT CHURCH, ERECTED IN 1726, BRIDGE. IN 1918, THE LAST KING, KING FREDERICK AUGUSTUS, ABDICATED. 
Dresden, capital of Saxony, and before the war, because of the beauty of its situation the Civil Defence organisation. Among other famous buildings totally destroyed in 
on both banks of the Elbe, the richness of its art treasures, and its genial atmo- the attacks, regrettably but necessarily, since the Nazis use every German city as 
sphere, the seat of a considerable Anglo-American colony, was often called the a fortress, was reported* the Opera House, famed for Richard Strauss’s operas, first 
‘German Florence.’ With the destruction of Berlin, the Nazi leaders had intended produced there; the Zwinger, a baroque edifice of the eighteenth century; the Royal 
to make Dresden the capital of Germany, but after the two tremendous R.A.F. Palace; the picture gallery; the Academy of Arts, and the two town halls. The 
raids on February 13, it lay in ruins, with fires everywhere, These completely overcame raids produced panic in the city. 


*The report of the damage was issued by German Wireless. 
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“STIFF RESISTANCE” ENCOUNTERED BY OUR 
TROOPS — MUD ON THE WESTERN FRONT. 


NEWS 205 























ENCOUNTERED—MUD, BRITISH INFANTRYMEN 2 








“ STIFF RESISTANCE 
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2 
MUD ON THE WESTERN FRONT: A JEEP PLOUGHING ITS WAY THROUGH AN ALMOST IMPASSABLE ROAD ( §& LENDING A HAND TO REFIX A TRAILER WHICH HAD BROKEN LOOSE. 


OF MUD AT THE ENTRANCE TO A FORWARD AIRFIELD. 
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} THROUGH MUD AND DEBRIS: BRITISH INFANTRY ADVANCING ALONG A ROAD, 4 
4 CHURNED INTO A QUAGMIRE, LEADING INTO THE REICHSWALD, 2 


A TANK, ALONGSIDE A TRAILER AXLE DEEP IN STICKY MUD AND LOADED WITH 
ASSAULT BOATS FOR THE CROSSING OF THE SAUER RIVER. 
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AMERICAN COMBAT ENGINEERS COVERING 
THE MUDDY SURFACE WITH STONES. 


Q BUILDING ROADS IN GERMANY: 











SOMETIMES HAVE TO BE DUG OUT OF SEVERAL FEET OF MUD. 





The disappearance of the snows, faliing floods, and heavy rains have turned parts of the 
Western Front into a sea of mud-—deep, sticky mud, which bogs down men and vehicles 
alike and contributes towards making the Allied advance into Germany a laborious under- 
taking. Our advance, nevertheless, is continuing steadily, notably the flank operation 
of the Canadian First Army, troops of which have entered the sizeable town of Goch. While 


the Canadian left wing holds a 10-mile stretch of the Rhine, or its floods, from the German 
frontier to a point opposite Emmerich, the right is steadily swinging towards the river 
line. The Third Army, on its crescent-shaped Siegfried Line front, continues the push 
into Germany, pringipally in the Echternach bridgehead. The fighting has been done in 
heavy rain, with mist filling the valleys and hiding the hill-tops, and, of course—more mud. 
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THE DUKE AND DUCHESS OF | 
GLOUCESTER IN CANBERRA. 


ome 
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THE DUCHESS OF GLOUCESTER ARRIVING eet ~ THEIR ROYAL HIGHNESSES, WITH PRINCE 
AT CANBERRA FROM SYDNEY. BEHIND IS THE PRIME MINISTER, MR. CURTIN, WELCOMING THE DUKE AND WILLIAM, AFTER THEIR LONG CAR DRIVE 


é 
.- / 
PRINCE RICHARD, IN HIS NURSE’S ARMS, y Z DUCHESS. AT THE ENTRANCE TO PARLIAMENT HOUSE, CANBERRA. 2 4 FROM SYDNEY TO CANBERRA. 


ns —_—_—— ee ACT SY eas | 


YDNEY gave the Duke 

and Duchess of Gloucester 
a welcome unparalleled’ for 
many years when they landed 
on January 29. The landing 
was made at Man-of-War 
Steps, in Farm Cove, where 
Governor Philip landed 157 
years ago. After the official 
reception at the Steps, the 
royal party left the jetty in 
a procession of cars for the 
Cenotaph, on which the Duke 
and Duchess placed flowers. 
The following day, in a brief, 
formal ceremony in the Senate 
Chamber of Parliament 
House, Canberra, the Duke of 
Gloucester was sworn in as 
Governor-General by Chief 
Justice Latham, in the pre- 
sence of members of the 
Ministry and one hundred 
official guests, including mem- 
bers of the Diplomatic Corps. 
That same evening the Duke 
broadcast a message from 
the King to the people of 
Australia, praising the achieve- 
ments of the men and women 
of the Commonwealth through- 


out the war. 


CHIEF JUSTICE SIR JOHN LATHAM PROCLAIMING THE DUKE OF GLOUCESTER GOVERNOR-GENERAL OF AUSTRALIA. ON THE DUKE’S LEFT 
IS THE DUCHESS, AND ON HIS RIGHT MRS. CURTIN. 


(L.-R.) PRINCE WILLIAM; LADY DUGAN; THE DUKE OF GLOUCESTER ; THE DUCHESS AT PARLIAMENT HOUSE, CANBERRA: (L.-R.) CHIEF JUSTICE SIR JOHN LATHAM; 
§ WITH PRINCE RICHARD ; SIR WINSTON DUGAN ; AND MEMBERS OF THE DUKE’S STAFF. MRS. CURTIN; THE DUKE AND DUCHESS OF GLOUCESTER; AND MR. CURTIN. 
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THE BRITISH HEADQUARTERS FOR THE CRIMEA CONFERENCE—-VORONTSOV PALACE. A VIEW 
OF THE MOORISH ARCHWAY IN THE SOUTHERN FACADE, WITH THE WIDE FLIGHT OF STEPS 
LEADING DOWN TO THE LOWER PART OF THE PARK. 


F d Ys af aa - THE SETTING FOR THE AN INTERIOR VIEW OF THE VORONTSOV PALACE: THE ROOM IN WHICH 
Yi 


Jf - 7 
id : ? THE CONFERENCE OF THE FOREIGN SECRETARIES AND THETR STAFFS WAS 


CRIMEA CONFERENCE : a en eee a wae 
VIEWS OF 
MH YALTA AND 
7 ITs PALACES, 
9) WHERE THE 
THREE-POWER 
MEETINGS 
TOOK PLACE. 


HE Vorontsov 

Palace, which was 

the British Head- 

quarters for the Crimea 

Conference, was erected 

for Prince Vorontsov 

in 1837 from the plans 

of the English archi- 

tect Blore, who adopted 

a combination of the 
Gothic and Moorish > 
styles. In thecentre of 
MOSCOW GUARDSMEN ON DUTY OUTSIDE THE LIVADIA the southern facade is a 
PALACE, YALTA, WHERE MR. CHURCHILL, PRESIDENT large Moorish archway, 
ROOSEVELT, AND MARSHAL STALIN CONFERRED. Continued below. 


A GENERAL VIEW OF YALTA, THE WELL-KNOWN RESORT ON THE BLACK SEA, WHERE 
THE THREE-POWER CONFERENCE WAS HELD OVER A PERIOD OF FIGHT DAYS 


A CLOSE-UP OF ONE OF THE SIX MARBLE LIONS WHICH LINE THE WIDE FLIGHT OF STEPS DESCENDING 
FROM THE VORONTSOV PALACE TO THE LOWER PART OF THE PARK, 

Continued 

opposite which a wide flight of steps, lined with six marble lions, descends to the lower part of 
the park. Vorontsov himself was, at one time, Russian Ambassador to the Court of St. James's. 
It was in this building that the Foreign Secretaries of the Three Powers, and their staffs, met, whilst 
the three leaders, Mr. Churchill, President Roosevelt, and Marshal Stalin, held their conferences in 
the Livadia Palace, at Yalta. This part of the Crimea has suffered grievously from the ravages of 
war. Many of the larger houses of Yalta itself have been damaged, but our Russian allies went to 
great trouble to restore its beauties and amenities, even bringing furniture and furnishings from Moscow 
to ensure the comfort of the principal guests and their staffs. Yalta has a beautiful setting, with its 
vineyards, cypresses and woodlands, and the snow on the heights overlooking it The results of the 
Crimea Conference have been greeted everywhere with whole-hearted approval, and the meeting has 

laid the foundation-stone for the creation of a long and durable peace. 


ANOTHER VIEW OF THE BRITISH H.Q. FOR THE CRIMEA CONFERENCE THE 
VORONTSOV PALACE WAS BUILT TO THE DESIGN OF THE ENGLISH ARCHITECT 
BLORE IN 1537. 
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MODERN BATTLE: THE BRITISH VICTORY OF THE ROER 


DRAWN BY OUR WAR ARTIST, CAPTAIN BRYAN DE GRINEAU, 
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BRITISH INFANTRY, SUPPORTED BY A CHURCHILL FLAME-THROWER, GRAPPLING WITH DESPERATE GERMAN 
This week we continue the series of battle drawings by our War Artist, Captain Dempsey, wiped out the last German salient west of the Roer, thus hemming the 
Bryan de Grineau, who is on the Western Front. This series, of which three drawings enemy between the Rivers Roer and Rhine in a “ corridor ”’ down whieh Field-Marshal 
appeared in last week's “ Illustrated London News," graphically portrays outstanding Montgomery launched his offensive to drive the enem southwards from the 
actions in the series of battles by which the British Sectbnd Army. under General | Reichswaid. The drawing reproduced above continues the > ee of the Second Army's 
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TRIANGLE—No. 4: HAND-TO-HAND FIGHTING IN ST. JOOST. 


WITH THE BRITISH SECOND ARMY ON THE WESTERN FRONT. 
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PARATROOPS IN THE VILLAGE OF ST. JOOST, WHILE CROMWELL TANKS SHOOT UP ENEMY-HELD HOUSES. 


victory. It was sketched on January 23, when troops on the British left flank, hand-to-hand fighting with desperate German paratroops, while a Churchill flame 
fighting their way steadily forward, reached the long, straggling village of St. Joost, throwing tank pours fiery death into enemy dug-outs and strong-points. In the 
which they captured in bloody house-to-house fighting by infantry and tanks. This background (right), Cromwell tanks of an armoured division are shooting up houses 
battle is seen in progress. On the left, men of the Rifle Brigade are engaged in | still occupied by German troops (The next drawing of the series appears overleaf.) 
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MODERN BATTLE: THE BRITISH VICTORY OF THE ROER TRIANGLE. 


DRAWN BY OUR WAR ARTIST, CAPTAIN BRYAN DE GRINEAU, WITH 
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FIGHTING AT NIGHT UNDER “SPRAYED” SEARCHLIGHTS, BRITISH TROOPS AT AANDERBERG CROSS-ROADS HAVE 


After the capture of St. Joost on January 23 (illustrated in the preceding drawing), batteries of searchlights, they captured the village of Montfort—a point of some | troor 
the troops operating on the left flank of the British drive pressed steadily on tactical importance. British infantry and tanks attacking Montfort had suc- from 
eastward, compressing the German salient against the western bank of the Roer. ceeded in seizing the outskirts, but were held up by desperate resistance and a the 
In an action fought that night with the help of artificial moonlight, thrown by series of vicious counter-attacks by German paratroops defending the point. Our coun 
(The next drawing of the series app 
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NGLE—No. 5: THE ARTIFICIAL-MOONLIGHT BATTLE FOR MONTFORT. 


RINEAU, WITH THE BRITISH SECOND ARMY ON THE WESTERN FRONT. 
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APPROACH “7 MONT FORTS 
KS ATTACKING. onto SrizEeo” rad OUTS Kini Byer CAmc ve 
Se AWD counTeA.. AtrAuN Ss er” THe ENSm YY At Th VITA POINT 
ADVAN ES UNTTIN. ds yampy =S Br  WRANTAY “ANING A STOUR, 
“auntto RN DERE Bee Pitot ANOTHCK Dice Tief. — rer Ce Rmans WER 
'PoReep evt pexerre vexy Stier OP Po. SaTiOn Bye) -pHEre. PACACIVIG TReor> 


ADS RAVE SMASHED A VICIOUS COUNTER-ATTACK AND ARE DRIVING THE GERMANS BACK INTO MONTFORT. 


troops hung grimly on to their gains, while reinforcements of infantry, approaching illustrated in the above drawing. which shows our men smashing the enemy 

c- from another direction, captured the Aanderberg cross-roads and, fighting on in assault. This cross-roads battle was the one which decided the fate of Montfort, 

a the artificial moonlight and the lurid light of burning buildings, smashed a heavy for our troops and tanks, 

fur counter-attack and drove the Germans back into Montfort. This is the battle 
of the series appears overleaf.) 


following it up without pause, swept into the village, 
overpowering all remaining resistance and throwing out the enemy. 
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MODERN BATTLE: THE BRITISH VICTORY OF THE ROER | - 


DRAWN BY OUR WaR ARTIST, CAPTAIN BRYAN DE GRINEAU, 
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TROOPS OF A FAMOUS COMMANDO, CLINGING TO TANKS OF AN ARMOURED CAVALRY DIN 

Following the capture of Montfort (illustrated on the preceding pages), the pace | tip of the salient. Here, British troops pushing on from Montfort, on January 25 | 
of the British attack quickened, with the Roer River only a few miles away | captured the village of Linne, some three miles south-west of Roermond, in a hac 
Towards the south of the shrinking German salient, Heinsberg, the biggest town spectacular action in the closing stages of the smashing of the German salient. of 
in the area, was entered on January 24, and, fanning out beyond it, our forces Linne was taken by a combined cavalry-commando assault, illustrated in the Mo 
ene 


began closing right up to the river, leaving only a small pocket at the northern drawing reproduced above. In this assault, troops of a famous commando which 


INEAU, 


RY 


WITH THE BRITISH SECOND ARMY ON THE WESTERN FRONT. 


DIVISION, CHARGING ACROSS A SNOW-COVERED PLAIN TO HURL THE 


had led the invasion of Sicily and Italy rode into action clinging to the tanks 
of an armoured cavalry vision. Charging across the snow-covered plain from 
Montfort, they crashed right into the village with such speed and force that the 
enemy was caught off balance and all resistance crushed on the spot. This 
brilliant action was typical of the whole Second Army operation in the Roer 
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HEY used to 
talk about 

our “ far - flung 
Empire.’’ We 
might now talk 
about our “ far- 
flung House of 
Commons.’’ 
Prime, and 
Cabinet, Ministers 
MR. MALCOLM MACDONALD, (i think Mr. Lloyd-George 
AUTHOR OF “caANApDian  Degan it) run around the 
NORTH,’’ THE BOOK RE- world, in peace and war, 


VIEWED ON THIS PAGE, i ° 4 b 
Mr. MacDonald, United Kings “O'S JODS 
dom High Commissioner in which used to 


Ave aga, 





ee 


Parliamentary Under-Secre- 
knowledge 
from 1935 to 1938 and from 
Health until 1941, when he Other persons, 
a time, to duties overseas in the 
Development. It has all been impro- 
turn out “all for the best.’’ Anyhow, 
THE MINING 
High Commissioner in Canada, will be 


Canada since 1941 and M.P. 
(Nat. Govt.) for Ross and be done by 
Cromarty since 1936, was professional 
tary, Dominions Office, from diplomats with 
1931-35, and Secretary of a 
State for Dominion Affairs of countries 
1938-39. From 1938-40 he languages, and 
was Secretary of State for me 
Colonies and then Minister of history. And 
went to Canada. still holding 
their seats in 
the House, are seconded, for years at 
Dominions, or Occupied Countries. 
Future historians of the Constitution 
will note ali this as a Constitutional 
vised, and has sprouted without fore- 
thought. And it may be that, like so 
many of our improvisations, it will 
some constituency or other, technically 
represented at Westminster by the late 
Ramsay MacDonald’s son, now our 
glad to get a report on their Member’s 
activities abroad : and, I think, may be 
pleased to know that he has been pulling 





THE GOVERNOR OF RED RIVER, VOYAGING IN A LIGHT CANOE, 1824. 
(Reproduced by permission of the Public Archives of Canada.) 


his weight for the Empire and the General Cause, 
although for years he has not made a speech at 
Westminster which could be reported in the local 
papers, or, been able to cope with letters from 
constituents about disability pensions. 

Mr. MacDonald has discovered the Canadian 
North, about which My. Stefansson used to write us 
such glowing accounts as a part of the world rich in 
natural resources, tolerable in winter, and beautifully 
warm, and suitable for flocks and herds, in summer. 
He disarms criticism in his preface. He says: ‘ One 
day in August 1942, I dropped from the sky into the 
far north and a fortnight later flew out again. In 
the following winter I returned there for a week. 
Hasty trippers of that sort have had the bad taste 
to write many books about various parts of the 
world, I chose to run the risk of adding one more 
title to the catalogue of those literary mistakes 
because, although the Canadian people feel proud of 
their great and beautiful country, they are still 
perhaps insufficiently conscious of that part of 
it which lies north of parallel 60°."" In other 
words, he spent three weeks in the regions he 
describes ; but most Canadians have never spent 
even one day there. By the same token, most people 

* “Canadian North.” By Malcolm MacDonald, P.C., M.-P. 
Itustrated, (Oxford University Press; ros. 6d) 


OF YELLOWKNIFE BAY, 


trading post for the Dogribs. 
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_“CANADIAN NORTH”: By MALCOLM MacDONALD, P.C., M.P.* 


An appreciation by SIR JOHN SQUIRE. 


in New York have never seen Kentucky (far more 
have seen London and Paris), most people in Moscow 
(though some of the Elder Statesmen there saw it 
compulsorily in youth) have never seen Siberia, and 
most people in England have only the vaguest idea 
about the Orkneys and the Shetlands, and would: be 
glad to get information about them even from a 
‘“‘ tripper ’’ who had only spent three weeks in those 


parts. Mr. MacDonald need not apologise ; he has 
done what he could in his spare time; just as did 
John Buchan when he was Governor-General and took 
aeroplane flights to the Far North, meeting trappers 
and Eskimos, because he was determined to cover 





TOWN OF YELLOWKNIFE, WHICH NESTLES BESIDE THE LAKE 
Reproduced by permission of the Royal Canadian Air Force.| 
Speaking of Yellowknife, Mr. MacDonald says: ‘““A few years ago the place was nothing more than a fur- 


Then prospectors found gold in the neighbourhood. Quickly a town sprang , c a . 
into being. As it turned out, gold lay beneath the surface of the earth not only in goodly quantity, The clothes are mostly made of 


but also in excellent quality.” 


(Reproductions from the book ‘* Canadian North"; by Courtesy of the Publishers, Oxford University Press.) apace. 


his ground, and interpret 
the frontiers to Ottawa, 
Montreal, and Britain. 
There are later sen- 
tences in Mr. MacDonald’s 
preface which are rather 
more disturbing. He says, 
apologetically: ‘‘ Men in 
this sophisticated industrial 
age are apt to smile at a 
vast country where life is 
so simple that the cus- 
tomary methods of travel 
are by canoe in summer 
and dog-sleigh in winter.” 
* But.” he adds, in a 
comforting manner, “ these 


conditions are chang- 
ing. In recent years 
the far north has 
become familiar with 
the latest means of 
transport, the aeroplane. 
Other developments are 
following. The full ex- 
ploitation of whatever 
wealth may be in its 
soil will come quickly 
now. Great air-routes 
will cross it. It may 
add greatly to Canada’s 
importance and fame. 
Canadians are beginning 
to feel deeply interested 
in these prospects."’ But 
who are these people who 
‘smile '’ at canoes and 
‘dog -sleighs’’? = Cer- 
tainly not the mass of the urban British public 
who flock out of their crowded streets into the 
cinemas to see canoes, sleighs, and the ‘‘ Mounties,” 
and like to think that there are still places in the 
world where a man has to make his journey, instead 
of being easily transported, and where there is still 
a wild Nature to be fought. Mr. MacDonald, when 


IN THE SHELTER 


BUSH PILOT AND DOG TEAM. 
PIONEERS, ‘“‘ THEY SHOWED AS MUCH ENTERPRISE, COURAGE AND SPIRIT OF ADVENTURE AS 


ANY MEN WHO HAVE 
(Reproduced by permission of the Eldorado Mining and Refining, Ltd.) 


in the North, obviously felt that himself. But 
returning from it, he felt, as an official, that he ought 
to plump for exploitation, which is always dominant 
in the minds both of Socialists and of. Company 
Promoters. 

However, the North will remain the North ; people 
in aeroplanes may hop from landing-place to landing- 
place; but the forests and rivers and lakes will still 
exist underneath their wings, however flattened they 
may appear from the air. We may heat a house by 
central heating: but, although one cannot be certain 
as to what lengths scientific improvements may go, 
it is unlikely that we shall central-heat the whole 
Arctic. Mr. MacDonald’s eyes seem 
to have been opened to this, as to 
certain other unalterable facts: and, 
in spite of the men who reconstruct 
all human life in their warm libraries, 
certain facts do seem to be unalter- 
able. “‘ Eskimos,’”’ says he, “ still 
wear their native dress. Their attach- 
ment to it is not due only to 
conservatism: It is dictated also by 
necessity. These people live nine 
months out of every twelve in snowy 
lands with temperatures far below 
zero. In the course of generations 
they have evolved types of clothing 
which keep them warm in these grim 
conditions. Loose-fitting parkas, breeks, 
mukluks, and other articles made of 
animal skins are best. Even thickly 
padded clothes in the white man’s 
style are less effective. So true is 
this that instead of white men changing 
Eskimo dress, Eskimos have changed 
white men’s dress in the Arctic. 
Settlers there in winter more or less 
adopt native styles of clothing.” 


caribou skins. Movement is proceeding 
Nature’s rule, says Mr. Mac- 
Donald, is being challenged. ‘‘ Immense 

development works had considerably altered some 
places even in the few months since I was there 
before. An expansion of oil production at Norman 
Wells, fresh aids to river navigation on the Mackenzie, 
Slave, and Athabasca Rivers, a set of vast airfields 
for a new airway along their valleys, the construction 
of two thousand additional miles of roads in the 
region, and other works were changing the face of 
the country. A feverish activity was in, the air. 
Eager, restless, ambitions, visionary men _ were 
hurrying the North-West forward to its new destiny.” 
Well, ‘‘ visionary ’’ used to have another meaning, 
and a reference to a world beyond oil and airfields. 
But we live in changing times and this book may 
attract the attention of competing cartels to the 
immeasurable potentialities of the Canadian North- 
West. Meanwhile, the Eskimo, still not clad in 





THE BUSH PILOTS RANK AMONGST THE GREAT CANADIAN 
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EVER CONQUERED UNCHARTED TERRITORIES. 


plus-fours or lounging at the bar of Ye Olde Caribou 
County Club, will live his old life, go with his furs 
to the trading-posts, and know little as to whether 
Europe is destroying itself by internecine warfare or 
not. There must be many people in Europe to-day 
who, were they to read this book, would wish that 
they were Eskimos. 
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CONVERGING MOVEMENTS IN BURMA: LORD LOUIS MOUNTBATTEN’S ACTIVITY. 





———— 








A TRIBAL DANCE OF THE WEST AFRICAN DIVISION IN LORD LOUIS MOUNTBATTEN’S 
HONOUR: AFTER A RECENT INSPECTION OF THE AKYAB AND MYEBON AREAS. 








CALLED THE “CATWALK” BAILEY BRIDGE, NEAR KALEWA: HERE THE BRIDGE 
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AN AERIAL VIEW OF THE ATTRACTIVE TOWN OF MONYWA, ON THE ROAD TO 
MANDALAY: IT WAS BOMBED MANY TIMES BY THE R.A.F. BEFORE ITS CAPTURE. 
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PROVIDED TRANSPORT ALONG THE SHEER CLIFF FACE OF THE CHINDWIN, OTHERWISE 
QUITE IMPASSABLE. 
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LORD LOUIS MOUNTBATTEN, AMONG OTHER MATTERS, INSPECTED THIS “Z CRAFT, 
BEACHED ON THE MYEBON PENINSULA: HERE ITS 25-POUNDER GUNS ARE IN ACTION 
AGAINST THE ENEMY. 
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THE SUPREME ALLIED COMMANDER OF S.-E. ASIA, LORD LOUIS MOUNTBATTEN, INSPECTING 
THE WEST AFRICAN DIVISION, AT HTIZWE. THEY HAVE RENDERED YEOMAN SERVICE, 


a 


DIFFICULTIES IN THE PAYAN AREA: A_ SBRITISH CREW WINCHING A HEAVY GUN 
THROUGH DEEP MUD TO ITS SITE, PRELIMINARY TO SHELLING THE JAPS. 
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The war in the Burma theatre has gone more slowly than that in the Pacific, being 
necessarily more conditioned by the course of the war in Europe. That is not to say it 
is not going well under Lord Louis Mountbatten, whose energy and resourcefulness have 
been evident. Thrusts into the Japanese-held area are going in at so many points 
that the campaign as seen in England is decidedly difficult to follow. In the north, U.S. 
and Chinese troops are driving on Lashio, the southern terminus of the Burma Road, and 





are slowly but surely forcing the Japanese out of the Shan States. The first convoy has 


gone up into China from Myitkyana, but the road does not appear to be completely rid of 
the enemy yet. Here operations are proceeding. Further south the British Thirty-sixth 
Division is closing in on Mongmit and the ruby mines of Moyok. In Central Burma three 
separate forces are converging on Mandalay in a complicated operation. Still further 
south, 70 miles down the Irrawaddy, a Fourteenth Army force has reached the river at 
the northern end of the oilfields, and on the Arakan coast operations continues successfully 
75 miles south-east of Akyab, on Ramree Island. 
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WEEK ago the first heavy bombard- 

ment of Japan was carried out by 
carriér-borne aircraft of the United States 
Fifth Fleet, under the command of Vice- 
Admiral Marc A. Mitscher. Japan had 
already been under intermittent bombard- 
ment for over three months by long-range 
Super-Fortresses, but this new assault was 
far more concentrated and deadly. It in- 
cluded intense attacks upon airfields on the 
main island of Honshu. It is reported that 1500 aircraft 
took part, though, since Vice-Admiral Mitscher’s carrier 
fleet, protected by battleships, had boldly closed to within 
300 miles of its target, it may be that individual aeroplanes 
were able to carry out more than one attack. At the 
same time, the Japanese base of Iwojima, about 700 miles 
to the south, was bombarded by another American fleet. 
Iwojima is an important Japanese outpost, from which 
hostile aircraft have been trying to interrupt the attacks 
of the Super-Fortresses flying from their bases in 
the Marianas. The Japanese have since reported the 
invasion of Iwojima and foretold that the Americans 
will convert it into a fighter base from which the 
raids of the Super-Fortresses could be effectively 
covered. It is possible that the Americans have been 
able to advance their programme as a result of their 
naval victory in the Philippines and that the blows 
dealt the Japanese fleet on that occasion have 
afforded them a liberty of action which they would 
not otherwise have enjoyed. 

There is little likelihood of the enemy finding 
himself in a position to make an effective reply to 
this attack or to those which will follow. His 
aircraft have suffered exceptionally heavy losses in 
recent fighting. One has always experienced a 
certain anxiety lest the Japanese should produce in 
good time the one weapon which might have saved 
them, or at least immeasurably prolonged the conflict 
and increased its costliness to the Allies—a fast, 
long-range, armoured fighter aircraft of the highest 
quality. Itis a mistake to suppose that the Japanese 
cannot build good aircraft. The Zero is in many 
ways a fine piece of work, more manoeuvrable than 
any other fighter in the Pacific, faster than nearly 
all, and with a range superior to all of which -the 
performances are known in this country. It was 
extremely effective in the days of Japan’s early 
victories, but it was a weapon designed to triumph 
over weak opposition. Unarmoured, one burst from 
the American heavy machine-gun will cause it to 
collapse, whereas the American fighters which oppose 
it return to their bases peppered all over by Japanese 
fire. It appears that if the Japanese have in hand a 
powerful armoured long-range fighter with self-sealing 
tanks they have left its production too late to affect 
the issue. Their aircraft factories are already under 
devastating bombardment and have suffered a great 
deal of damage. There have been reports that they 
are dismantling some of them, and also the engine 
factories, in order to reassemble them in remote 
districts. This is likely to have an effect on production 
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it out with the old ferocity. It is also possible that the 
troops which have been withdrawn northward into the 
mountainous country are capable of further resistance 
for some time to come, but it is not yet certain that it 
will be found necessary to rout them out at once; they 
may be isolated, like those of Bougainville, New Britain 
and New Guinea, and this would be relatively easy if the 
Americans should effect a landing in Formosa. The con- 


clusion seems to be that the Japanese did not realise until 








as adverse as the direct effect of American bombing. 


The prospects of a new aircraft coming out in A RELIEF MAP OF BATAAN PENINSULA, 
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it is in his hands, he will find it relatively 
easy to expel the Japanese invader from 


THE GREAT WORLD WAR : Burma. Only then will his greatest tasks 
WAR IS CLOSING IN ON THE JAPANESE. 


loom directly ahead, whether or not the first 
of these proves to be the recovery of Malaya. 
There is one factor to bear in mind about all 
this region: it is urgently wanted back. In 
New Guinea it is possible to leave the Japanese 
in possession of large areas because this island 
is of no great economic importance. It does 
not greatly matter whether Bougainville is finally cleared 
three months or nine months hence. But Malaya and 
most of the Netherlands East Indies, especially Java, are 
needed for their own sakes, as soon as may be. 

I have not noticed any undue repining over this relative 
starvation to which the South-East‘ Asia Command has 
been subjected. It is ‘realised that it would already have 
come to an end but for the unexpected prolongation of 
the war against Germany. It is realised also that policy 
in Burma, and in India, which provides the bases for 
the campaign in Burma, has been governed by the 
decision to make the defeat of Germany the prior 
consideration. By this stage of the war a much larger 
section of the general public than was formerly the 
case takes a balanced view of world strategy, and 
in this country there has never been any serious 
doubt that our policy was correct. It will none the 
less be satisfactory to hear that we have been able to 
shake off the fetters by which we have hitherto been 
bound in South-East Asia and to stride out with 
free limbs against the enemy. Apart from the general 
desire to call him to account, there is the consider- 
ation that the sooner this is effected the earlier will it 
be possible to recall home the troops so long engaged 
in a far-distant and isolated theatre in peculiarly 
trying and fatiguing circumstances. There has been 
a certain amount of “sob stuff” written about 
Burma to which I understand many of the troops 
themselves object, but the fact remains that if a 
young soldier newly called to the colours were 
offered his choice of theatre, Burma would probably 
be the last which it would occur to him to select. 

The United States was a party to the decision 
which I have mentioned. The Americans made heavy 
sacrifices in the Pacific to the European theatres 
also. When the defence in the Philippines was break- 
ing down a stream of ships was crossing the Atlantic 
with aid for Great Britain and for Russia. In the 
early counter-offensive operations of General 
MacArthur and Admiral Halsey to recover control 
of the Solomons Sea and Bismarck Sea, with the bases 
aipon them, both were seriously handicapped by 
shortage of material. More recently, however, American 
equipment has been lavish. It has been suggested 
that in the recent attacks on Honshu Admiral Mitscher 
had at his disposal fifteen aircraft-carriers. Geweral 
MacArthur was able to lead against the Philippines 
a vast fleet of thé most modern types of landing-craft, 
some of them of great size. Without any reflection 
upon American adherence to the policy of ‘‘ Germany 
first,” to which the United States is as firmly wedded 
as we are ourselves, it is open to doubt whether 





WHICH, WITH CORREGIDOR, some miscalculations were not made at the end of 


mass in such conditions are poor. And since the lack GOVERNS THE ENTRANCE TO MANILA BAY. IT WAS RETAKEN BY last year. It does seem that the Americans may at 
of one has been probably the foremost cause of recent GENERAL MACARTHUR’S TROOPS ON FEBRUARY 16, SUPPORTED BY one moment have tipped the balance against the Euro- 


Japanese defeats and has led to the loss of almost all 


WARSHIPS AND 'PLANES OF THE SEVENTH U.S. FLEET. 


the best Japanese pilots, the enemy. is in the position — gmart and quick work on the part el thie Awiantoan 


of having to face first-class material and personnel with sea, air, and land forces enab 


second-class. That is a state ot affairs which is even a contingents in Bataan Peninsula and 
more fatal for the weaker side in the air than it is on pot sie 
the ground. In air fighting, if battle is avoided, the Manila Bay were overpowered. When Gener: 

aircraft are destroyed on their airfields, and there is no erg bevel . 1982 was driven out of Manila, he 
parallel to rearguard actions or the defence of water $0 4, connehies Cavan me Son on Ag omy ae, 


barriers and mountain passes. I should estimate that one day sufficed for the business with the Japs. 


the capture of Formosa, if that should be the next pre res! pom ge ele ea & e 
; : - e enem: 
step, is a matter only of collecting the necessary encountered, as, for example, on The 18th, when 


amphibious force, though it is possible that the defence —_ twenty-one lorries of Japanese troops in a convoy 


would be stronger than that of the Philippines has 





CORREGIDOR ISLAND, THE ROCKY FORTRESS IN MANILA BAY. 
OUT FOR A MONTH AFTER BATAAN FELL. ON FEBRUARY 16, AFTER THREE DAYS’ AIR AND SEA 
BOMBARDMENT, IT WAS STORMED AND FELL IN A DAY. 


been. The invasion of Japan, which seemed a remote possi- 
bility only a few months ago, has been brought nearer. I 
should not be surprised to see American troops on the island 
of Kyushu before this year is over. That may appear 
ambitious, but some of the best-instructed observers of the 
Pacific war thought that General MacArthur’s first landing 
in the Philippines would take place on Mindanoa, and that 
it would be another three months before he could venture 
to put troops ashore on Luzon. The pace has quickened. 

Meanwhile there has been an aspect of the campaign 
in the Philippines which may even yet not be fully appre- 
ciated. For the first time Allied forces have encountered 
a Japanese army which appears to have lacked fighting 
spirit. Formerly the Japanese have fought stoutly in 
the most hopeless situations. In Leyte their resistance 
was extremely tough. In Luzon, -however, they have 
never offered strong opposition except at isolated points. 
They have been hustled from place to place, Between 
Lingayen and Manila they abandoned position after 
position which was suitable for defence and which they 
might have been expected to defend, They did not even 
destroy the bridges wholesale until approaching Manila. 
It is true that the Marines left in the capital are fighting 


powerful defensive positions governi 


ed them to clean up 
dor Island, whereby in a few days these 


were wiped out east of the city. 


HERE, IN 1942, MACARTHUR HELD 


too late the danger in which the Philippines lay and then 
had no time to act, even if they were capable of action. 
With the destruction of one of the Luzon divisions, which 
was transported to Leyte, they seem to have abandoned 
the hope of saving Manila and perhaps the hope of saving 
the island of Luzon. 

Far distant from this scene, the British campaign in 
Burma has been ‘less spectacular, but of late remarkably 
effective. The advance southward has been rapid, and 
it now appears likely that the Allied left wing will shortly 
be enabled to push forward to. the level of the remainder 
of the front on the line Akyab-Mandalay, securing a long 
stretch of the Salween and anchoring a flank upon the 
mountains of the Shan States. I myself had not ventured 
until recently to hope that operations of so great a scope 
could be carried out entirely over landwari communica- 
tions. I still do not suppose that it will prove possible 
to clear Southern Burma without coastal landings. No 
one can prophesy when these will be practicable, but it is 
no secret that the South-East Asia Command is being 
at last dowered with some of the modern equipment for 
lack of which Admiral Lord Louis Mountbatten has been 
so handicapped in the past. I am convinced that, once 


pean theatre, and that, despite their great man-power 





A PART OF MANILA, SEEN FROM THE AIR, AT THE MOUTH OF THE PASIG RIVER, WITH 
THE BAY BEYOND. THOUSANDS OF WHITE PERSONS, WHO HAD UNDERGONE CONFINE- 
MENT, TORTURE, AND STARVATION, HAVE BEEN RESCUED FROM JAPANESE BARBARITY, 


and productive capacity, they therein made a mistake 
which they have since had to repair and have since been 
paying for. 

Even if this be so, and if the war in Europe has been 
prolonged beyond the point at which it might otherwise 
have been finished, the acceleration of the campaign against 
Japan may prove no bad compensation in the long run, 
and the general effect may be to bring the whole world 
war, against Germany and Japan, to an end earlier than 
would otherwise have been the case. Certainly Japan 
has cause to regret the enormous concentration of American 
material of the highest class with which she is now being 
assailed by American arms. The United States forces 
have developed extraordinary skill in this warfare, which, 
though not out of accord with established principles, is 
new in type and method. Admittedly, they are now 
facing their most difficult decisions and their hardest 
tasks, but it may be taken for granted that answers will 
be found for the problems now coming up as they have 
been found so brilliantly for those of the past, since the 
days of Guadalcanal and Milne Bay. The recent records 
of the air attacks on Japan and the campaigns in Luzon 
and Burma are of good augury. 





| 
| 
| 
| 
; 








| It 






































q O q » bold 00 
0 * d d 4 ; , 
0 a 0 d 0 0 : 
. ° 00 5 ; . 

bo b ded 0 O D b O d 0 

; ee whew . ° * oO e op 

Oo 0 d O b - / Pe 

: a . . d Gas 0 D D D d_to D 
G . Op 0 : ’ > 
oa . I) S ado 

* 7 - 


218 THE ILLUSTRATED LONDON NEWS Fes. 24, 1945 


PERSONALITIES AND EVENTS OF THE WEEK: GEN. CHERNIAKOVSKY KILLED. 


SIR WILLIAM ROTHENSTEIN. 


The eminent draughtsman and painter, and 

Principal of the Royal College of Art from 

1920 to 1935, Sir William Rothenstein died on 

February 14. For two-and-a-half years after 

the outbreak of war, he was attached as un- 
‘ official artist to ‘the a 


xo 
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MAJOR VISCOUNT ELVEDEN, R.A. 


Lord Elveden, second son of the Earl and 
Countess of Iveagh, was killed in action this 
month. Before the war he was a member of 
the West Suffolk County Council, and in 1935 
and 1936 he accompanied the late Lord Moyne 
on an expedition of exploration in New Guinea. 


SES ES et te — 


GENERAL IVAN D. CHERNIAKOVSKY, COMMANDER OF THE ARMIES OF THE THIRD WHITE RUSSIAN FRONT AND LIBERATOR 
OF THE LITHUANIAN SOVIET REPUBLIC, HAS DIED OF WOUNDS RECEIVED ON THE EAST PRUSSIAN FRONT. 


General Cherniakovsky, who was thirty-six, was the youngest Group Commander in the Red Army and one of its outstanding strategists. Only a few days 
ago Marshal Stalin issued an Order of the Day to the troops under his command announcing yet fresh gains in the great battle for East Prussia. General 
Cherniakovsky is to be given a State funeral in Vilna, which was freed by troops under his command. A monument will be erected to his memory in 
Vilna. He was the son of a railwayman and was born in the Ukrainian town of Uman, near Kiev. (Reproduced froma painting by Professor Arihur Pan.) 


a 


ADMIRAL SIR GEOFFREY LAYTON. 


The newly-appointed C.-in-C., Portsmouth, 
in succession to Admiral Sir Charles Little, is 
Admiral Sir Geoffrey Layton, until recently 
C.-in-C., Ceylon, with jurisdiction over the 
whole garrison of that island. Early in the 

war he was C.-in-C. on the China station. 
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AMERICAN GENERALS HONOURED BY DE GAULLE: LIEUT.-GENERAL DEVERS (LEFT) 
AND LIEUT.-GENERAL PATCH RECEIVING THE CROIX DE GUERRE WITH PALM. 
At a victory review and Investiture, celebrating the great battles fought and won in Alsace, held in 


MR. CHURCHILL IN ATHENS: THE PRIME MINISTER (MR. EDEN BEHIND) BEING GREETED 
ON ARRIVAL AT THE OLD PALACE, IN CONSTITUTION SQUARE. 


Mr. Churchill, accompanied by Mr. Eden, arrived in Athens on February 14 on his way home from 

the Crimea Conference, and was immediately driven off to Constitution Square, where, from the 

balcony overlooking the tomb of the Unknown Warrior, he made an impromptu speech to an 

immense crowd of wildly-cheering Athenians. On leaving Athens, the Prime Minister visited Cairo, and 
on February 19 it was announced that he had arrived back in this country. 


Saverne recently, General Charles de Gaulle presented the Croix de Guerre with Palm to Lieut.-General 

Jacob L. Devers, Commander of the Sixth Army Group, and to Lieut.-General Alexander Patch, Com- 

mander of the U.S. Seventh Army. Our photograph shows General de Gaulle pinning the Croix de Guerre 
on to Lieut.-General Devers’ tunic, with Lieut.-General Patch standing beside him. 
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KONIEV: A GREAT LEADER OF THE RED ARMY’S 
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DRIVE. 





THE COMMANDER WHOSE ARMIES HAVE IMMOBILISED THE SILESIAN ARSENAL, AND ARE ROLLING UP THE ENEMY’S 


DEFENCE LINE FACING MARSHAL ZHUKOV’S ARMIES POISED ON THE RIVER ODER OPPOSITE BERLIN. 


Marshal Ivan Stepanovich Koniev, the forty-eight-year-old commander of the Soviet 
armies on the southern flank of Zhukov's direct drive to Berlin, is the man responsible 
for immobilising Silesia and virtually cutting off this great German arsenal from the 
rest of the Reich. His lightning offensive has swept south-westward towards Dresden, 
and north-westward is rapidly rolling up the German Oder defence line opposing 
Zhukov's armies facing Berlin. Koniev, the son of a Central Russian peasant family, 


has served in all ranks of the Red Army since he left a factory to volunteer in 1918 
He has made a close study of tank warfare, and is an expert He was one of 
Timoshenko's generals at the start of the war, and his successes include the retaking 
of Kalinin, and the organisation, after Stalingrad, of the new armies which went 
into action across the Don in the spring of 1943. Marshal Koniev has a fighter-pilot 
son, and a daughter who is a student at the Soviet Air Force Academy 
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THE ADVANCE ON LUZON: BATTLE SCENES AND LIBERATED U.S. PRISONERS. 





U.S. INFANTRYMEN AWAITING ORDERS TO ADVANCE AS A TANK STARTS ACROSS OPEN EXAMINING A KNOCKED-OUT JAPANESE TANK, WITH ITS DEAD CREW, NEAR THE TOWN 
COUNTRY TOWARDS LUZON DURING THE DRIVE ON MANILA. OF BINALOHAN, LUZON, BEYOND IS ANOTHER DAMAGED ENEMY TANK. 





GENERAL MACARTHUR CROSSING A HASTILY-CONSTRUCTED BRIDGE, CONSISTING OF TWO 
PLANKS, IN HIS JEEP. THE GENERAL IS ALWAYS WITH HIS FORWARD TROOPS. 





GENERAL MACARTHUR POINTING THE WAY TO MANILA, PRACTICALLY CLEARED 
OF THE ENEMY, AS HE INSPECTS MABALACAT AIRFIELD, NEAR BAMBAN, LUZON. 


TENT ITS 11+ 





CAMP AT CABANATUAN, LUZON: AMERICANS 
CHECKING IN AT A HOSPITAL FOR MEDICAL ATTENTION. 


THE COMMANDER OF THE U.S. SIXTH ARMY IN THE INVASION OF LUZON, FREED AT LAST FROM THE JAPANESE PRISON 


LIEUT.-GENERAL WALTER KREUGER (LEFT), INSPECTING WORK ON AN AIRFIELD. 


The Allied advance on Luzon is continuing well, with the latest news from Manila giving on Bataan Peninsula on February 15, the capture of which was announced by General 
the capture of the Philippine General Hospital, a strong enemy position with guns mounted MacArthur two days later, after a strong amphibious force had sailed unscathed through 
With the capture of this hospital, 7000 civilians, including patients the four-mile gap between Corregidor and Bataan. The barbarity of the Japanese soldiery, 
and internees, have been freed After three days of almost continuous bombardment so often displayed in this war, is being exhibited anew in Manila, not only in wanton 
by day from the air and sea, American parachute troops and ground forces stormed the destruction, but in the torture and brutal murder of civilians and prisoners of war. 
island fortress of Corregidor, at the entrance to Manila Bay. The landing followed that Many harrowing stories have been told by internees rescued by the U.S. troops 


on the upper floors. 
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H.M. ESCORT CARRIER NAIRANA’”’ PLUNGING THROUGH HEAVY SEAS DURING CONVOY 
DUTY TO RUSSIA, WHEN SEVERAL U-BOATS WERE SUNK. 
The British escort carriers “Campania” and “ Nairana’’ were responsible for several kills when 
U-boats and enemy aircraft tried to attack an important convoy on its way both to and from 
Russia. The combined action of the British ships and naval aircraft prevented the enemy from 
launching even one attack. The convoy was under the command of Rear-Admiral McGrigor, in 
H.M.S. “Campania,” At least two U-boats were sunk and three enemy aircraft shot down. 








THE SPECIAL AIR LINER FOR THE USE OF THE DUKE OF GLOUCESTER IN AUSTRALIA: 
A FOUR-ENGINED AVRO YORK—THE ‘“‘ ENDEAVOUR.” 


The Duke of Gloucester, Governor-General of Australia, will use the most modern air liner in the 

world for travelling across Australia on official missions. It is a four-engined Avro York, specially 

adapted, and the 75-ft. fuselage encloses a stateroom, a bathroom, sleeping quarters, special accom- 

modation for the Duchess, a conference room, kitchen, etc. The aircraft, which will shortly be flown 
to Australia, is named the “ Endeavour.” 
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A NEW U.S. EXPERIMENTAL FIGHTER—THE CURTISS-WRIGHT ASCENDER XP-55 SEEN 
IN FLIGHT. THE ENGINE AND WINGS ARE MOUNTED BEHIND THE PILOT. 


The Curtiss-Wright Corporation has produced an experimental parents sperepiane for the Army radic- 
ally different in many respects from existing aircraft. Its engine, a te Allison, and its pusher 
airscrew are behind the pilot’s seat, and the wings, too, are in the a. is “ tail-first’’ aeroplane 
is said to have a speed equal to, or greater than that of more conventional aircraft of equal 
horse-power. Improved manceuvrability and visibility are features of the design. 








A THREAT TO GEORGIAN ARCHITECTURE IN HOVE; A PLANNING CONTROVERSY: A VIEW 
OF BRUNSWICK TERRACE WITH A MODERN BUILDING ON THE EXTREME RIGHT. 


The Georgian terraces and squares which give distinction to Hove are in danger, for in his plan for 
reconstruction, the Surveyor of Hove, Mr. T. R. Humble, advocates scheduling the area which 
tactically includes the whole of Regency Hove, including the celebrated Brunswick Square and 
errace, Adelaide Crescent, and other famous features. But these squares and terraces are part of 
English tradition and they will not be allowed to disappear without a national protest 
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AND ABROAD. 





H.M.S. “‘ NAIRANA,”” LEADING OTHER WARSHIPS, SEEN FROM THE CARRIER ‘‘ CAMPANIA,” 





FIRES BURNING IN DRESDEN DURING THE ATTACK BY LANCASTERS OF R.A.F. BOMBER 
COMMAND ON THE NIGHT OF FEBRUARY 13-14. 
On the night of February 13-14, Lancasters of R.A.F. Bomber Command made two very heavy attacks 
on Dresden, an important centre of communications and a base for the defence of Eastern Germany. 
Both attacks were highly concentrated and nearly 650,000 incendiaries, together with 8000-lb. high- 
explosive bombs and hundreds of 4000-pounders, were dropped. A cameraman of the R.A.F. Film 
Production Unit took this t picture of i during the second attack 


DEAL CONFERS ITS FREEDOM ON THE CORPS OF ROYAL MARINES: A VIEW OF MARINE 
COMMANDOS IN THE PROCESSION. 


Deal recently conferred its Freedom on the Corps of Royal Marines, thus marking an association 

dating back 280 years. Lieut.-General Sir Thomas L. Hunton, General Officer Commanding Royal 

Marines, received the freedom on behalf of the Corps, whilst detachments of Royal Marines, representa- 

tives of the Corps’ many activities and including Marines from the Fleet, Royal Marine Commandos, 
and W.R.N.S., took part in the parade through the town 
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ee 
THE TYRANNY OF THE TSETSE. 


kee tsetse infests more than half-a-million square miles of tropical Africa—from Rhodesia 
to Tanganyika, from the Gold Coast to Italian Somaliland—and if allowed will go 
farther in aggression. Unlike the malarial mosquito, which breeds in two hemispheres, 
it confines itself to Africa, concentrating there. Like the mosquito, it is a blood-sucking 
pest, carrying within itself a parasite which it transfers to its victims as it fastens on them 
to feed. The tsetse’s parasite is a trypanosome, a wriggling, cork-screwing, microscopic 
fragment of life which, bred in blood, will poison the blood-cells of man and beast when 
transferred to them. 

From malaria the victim may recover ; from sleeping sickness, which the trypanosome 
inflicts on man, or from Nagana fever, with which it poisons man’s cattle, there is no re- 
covery. The tsetse and its trypanosome have been in possession for centuries, and though 
local African tribes had found rough-and-ready ways of holding it in check, the greater 
number were prostrate before it, as before a visitation of the gods, from which there was 
no escape except that of removing themselves out of its 
way. A visitation of sleeping sickness in Uganda swept 
away 200,000 out of 300,000 Natives. There is little hope 
of spontaneous cure for either man or beast. A dog infected 
with Nagana fever may live for three months, a horse for 
six, cattle for as long as eighteen months, but without 
treatment they will surely die, and preventive medicine is 
not yet an exact science. Yet the compelling cause has 
been known for nearly half a century. Sir David Bruce, 
in 1894, traced tsetse-fly disease (Nagana fever) in cattle to 
the trypanosome, and ten years later sleeping sickness in 
man to the same inexorable agent. The presence of the 
tsetse-fly in the neighbourhood of men or cattle—or wild 
game, which are apparently immune—precedes and confirms 
the criminality of the poisonous trypanosome it carries 
within it to provide the means of inaugurating and spreading 
the twin diseases. If a tsetse bites a man or beast whose 
blood carries the trypanosome, it will in its turn become 
the host, to carry it on elsewhere. The problem to be faced 
is now as it was at the end of the First World War. It is 
the practicability of controlling the movements of the fly. 

That was how it then appeared to Charles Francis Massy 
Swynnerton, and the story of the tsetse-fly as he began it, 
and as it will be carried on, belongs to him. _In Africa his 
working life as a lad began in the same year that Sir 
David Bruce brought home the criminality of the tsetse- 
fly’s way of life: but it was only under the influence and 
by the help of Sir Guy Marshall, F.R.S., who afterwards 
became head of the Imperial Bureau of Entomology 
in London, that, after carrying] out a tsetse fly 
survey in Portuguese Mozambique, he was per- 
suaded to enter on what was his life’s study, and 
is his monument. He was offered the post of first 
Game Warden in Tanganyika Territory, with a 
special brief to study the relationship of the tsetse- 
fly and big game. 

With the gift belonging only to the exceptional 
research man, whether amateur or professional, of 
selecting the line of enquiry, he began with the fly 
and thereafter pursued it in its environments. A 
number of tsetses are known, of differing propen- 
sities and appetites, possibly not unchangeable. 
Swynnerton chose for scrutiny the tsetse Glossina 
morsttans, the most important economically of the 
East African tsetses; of wide distribution, and a 
distributor of sleeping sickness in Rhodesia and 
Nagana fever in cattle elsewhere. He examines it 
minutely, exhaustively, almost affectionately. He 
describes others of first-class importance, with a 
humorous acceptance of their individual preferences 
in food, animals, and living quarters: the effects 
on their feeding habits when their favourite 
animals move—“ a move in the finding of the new 
game concentrations which is the lifelong puzzle of the 
tsetse.”” He has a word for Glossina pallidipes, which 
“gives the impression of -being a bold, independent 
rover”; Glossina palpalis, which seems to have a 
positive liking for any kind of trap ; Glossina brevepalis, 
which would follow the fly-catchers out of the bush 
and stay with them for hours till they re-entered the 
kind of bush where it felt at home; and Glossina 
Swynnertonia, named after Swynnerton, which stands out 
as a “ vigorous invader of new country.” a 

The continued examination of the fly was accessory 
to any plan of getting it out and keeping it out from 
the lands it ravages. Swynnerton began with the clearing 
and burning of the fly-bush round Shinyanga, in the 
north of Tanganyika, one of the worst fly-belts in 
Africa. Fifty years before, the traditional birthplace of 
the Shinyanga tribes had been swallowed up by the 
advance of the fly: and the Africans had found no 
way out of the belt except by retreat. They had 
abandoned the discipline that had once made them 
burn their grass together, and at the proper seasons, so THE SENI DESERT BELOW 
that the resulting fires were widespread and fierce TORY. 
enough to destroy both the fly and its hiding-places in The two lower photographs are re, 
tough patches of scrub that resisted any small fire. 
Swynnerton and the District Officer, with long harangues 
and many exhortations, recalled them to it, and in 1924 10,000 men came out of the 
Shinyanga chiefdoms to take up this white man’s burden. Under his direction, they made 
a barrier of cleared land across the fly's line of advance. This line, with settlement behind 
it and controlled grass fires within it, has never since been passed. Some of the impressed 
Shinyanga chiefs went back home and carried on with similar work in their own districts. 
This was the beginning of an undertaking by which in ten years 15,000 square miles had 
been reclaimed and put under a cultivation more practical than any the African farmers who 
repossessed the land had ever known before. It is, together with other measures Swynner- 
ton examined and tried, the model on which further progress will be presently undertaken. 

Having burned the tsetse out, the succeeding problems were how to keep it out. To 
these Swynnerton sought solutions by experiment. What is the width of open ground 
the fly will cross? Will a fence keep wild game from crossing to bring infection again 
to a cleared area? Is repeated burning enough? Can you not make a barrier against 
fly by planting a strip of trees too dense and shady for them to cross? The tsetse shuns 
the dark gloom of trees, being in some ways a creature with simple predilections for places 
with enough sun and shelter, but not too much shade. The bush is its ideal. To these 
questions Swynnerton sought answers which are his legacy to those who follow and will 
continue to seek them. It is not possible to record all who helped him, from Sir Guy Marshall 
onwards, but among those who collaborated were Lord Hariech, then Mr. Ormsby-Gore, of 
the Colonial Office ; Professor Robert Newstead, F.R.S., and the many “ back-room boys" 
of his organisation ; and, not least, the Africans themselves. E. S. Grew. 
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GLOSSINA MORSITANS, THE MOST IMPORTANT OF THE TSETSE- 
FLIES, INFECTING MAN WITH THE TRYPANOSOME OF SLEEPING 
AND DOMESTIC CATTLE WITH NAGANA FEVER, 
BOTH INFECTIONS ARE FATAL, 


Reproduced by Courtesy of the Imperial Institute of Technology. 





A HAUNT OF THE TSETSES GLOSSINA SWYNNERTONIA AND GLOSSINA PALLIDIPES : 
SHINYANGA COUNTRY IN TANGANYIKA TERRITORY. 





PARA MOUNTAIN, IN TANGANYIKA TERRI- 
THIS 1S GLOSSINA PALLIDIPES COUNTRY. 


juced 


by C. F. M. Swynnerton, by Courtesy of the Royal Entomological Society. 
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THE MAN WHO CAME BACK FROM ARNHEM. 


RNHEM is already becoming a legend, one of several in which the few faced the many. 
For that reason alone we must be thankful to the unnamed glider pilot who gives 
us “ ARNHEM Lirt” (Pilot Press; 5s.), a plain, unvarnished account of what he saw and 
did and thought throughout that imperishable week of mid-September last, when the 
1st Airborne Division landed at Arnhem, held on with faith in the coming of the Second 
Army, and eventually withdrew through the enemy lines and across the Rhine. The 
book grips with an intensity born of the straightforward recital of one who relates calmly, 
coolly, objectively, each incident and sensation as it occurred or appealed to him. 

In time we must be given the facts of the Second Army’s failure to break through. 
How anxiously the men within the perimeter waited for that break-through creeps into 
the narrative from time to time. ‘“ The Second Army was always at the back of our minds. 
The thought of it made us stand up to anything; not only because we couldn’t imagine 
its failing to relieve us, but just as much because we all felt we must hold on and prepare 
the way for it. That was our job. Everybody was always 
asking about it. ... We all believed so strongly in it, 
and as time went on its strength and power became almost 
legendary.” That is one prevailing impression of this 
splendid story. Another is the heroic efforts of the pilots 
of the supply ’planes to reach them with urgently needed 
food and ammunition. ‘“‘ The cold-blooded pluck and 
heroism of the pilots was quite incredible.... One 
could do nothing but stare awe-inspired at the inferno 
above. How those pilots could have gone into it with their 
eyes open is beyond my imagination.” Yet another is the 
attitude of these hemmed-in men, living a life nearer to an 
animal existence- than anyone could have conceived. 
‘They became increasingly polite and helpful. There 
was such gentleness and friendship among them as would 
have made any of them almost. uncomfortable back on the 
station. Although they were fighting like tigers, and in 
that fight had to be completely ruthless, there was no tough 
behaviour or coarseness of speech. It was almost uncanny.” 
So one might continue to quote. The book is one to treasure. 

- In one of the twenty-six exquisite little essays which 
combine to make “GREEN TipE,” by Richard Church 
(Country Life; 10s. 6d.), another book to cherish and 
remember—though for very different reasons—the author 
says ‘the coming of war has banished that decade of 
cynical denial of all symbols of emotion. I have noticed 
(About 34 times natural size.) in almost every man and woman with whom I have come 

d into touch, that increased sensitiveness to the inward 
meaning of things.’”” That may well be, for no 
student of current literature can have failed to ob- 
serve in his reading a return to the things of the 
spirit and an appreciation of the simple delights of 
a generation we thought was well nigh forgotten, 
having been so mercilessly “ de-bunked ” in the mid- 
war years. It breathes in nearly every page of this 
book, so beautifully written, so charmingly illus- 
trated by C. F. Tunnicliffe, and so admirably 
produced by the publishers. Mr. Church was 
bombed out of his home in Lincoln’s Inn. He 
went into Kent, where he evidently acquired some 
hop-kilns and a piece of land and made a new 
home. We have glimpses of that home, its sur- 
roundings, and the neighbours. But London is ever 
calling, and many of the essays deal with its 
attractions, past and present. And always is there 
that haunting appeal of the simpler, richer, deeper 
aspects of life. But I wonder how many creative 
artists will agree with Mr. Church that 6 p.m. is 
“that magical hour when the body is low and the 
spirit alert; the hour . . . which I have found so 
often rich with a flow of unexpected influences into 
the mind.” 

That the essayist and the sportsman should 
come together in a weekly bundle of books is no strange 
thing. That both should have much in common is 
much more surprising. In his Foreword, H. Frank 
Wallace, author of “ Happier Years" (Eyre and Spot- 
tiswoode ; 18s.), tells of having learned, ‘“‘ as have so 
many wiser men, that it is the simple things of life that 
are the most enduring and the most to be cherished,” 
knowledge which makes him kin to Richard Church. 
He then proceeds to give us nearly 300 pages of 
sheer entertainment and anecdotage. He ranges from 
Eton to elk-hunting in Poland, from naval occasions 
to an authoritative chapter on deer control, with club 
yarns, dinner yarns, fishing yarns, stalking yarns, yarns 
about art and artists, film production, the theatre, 
Clubland and the Law. For Mr. Wallace the Loch Ness 
monster is a reality. He regards Lionel Edwards as 
“far and away the greatest illustrator of sporting life 
in our day "—a belief which has undoubtedly influenced 
his own delightful work with brush and pencil. He 
thinks that every boy should be given a copy of 
“The Complete Wine Book,” by Schoonmaker and 
Marvel, when he arrives at an age to appreciate 
its contents, and says that when Hollywood attempts 
to produce a simple story of simple people in 
everyday life, it does it superlatively well. Which 
is what he has done with his reminiscences. 

For the layman to attempt to settle the Russo-Polish dispute to his own satisfaction 
is a task whieh would seem to demand wider historical knowledge and deeper political 
acumen than the average individual either possesses or has time and opportunity to acquire. 
For all that, the problem cannot lightly be dismissed; its implications are too great. 
Consequently, both “ Russo-Potish Revations,” by Professor Serge Konovalov (Cresset 
Press; 4s.), and “ Fear or Security?” by Zbigniew Grabowski (MaxLove Publishing 
Co.; §s.), appear at an opportune moment. The former is a survey—historical in the 
main—based on Sir John Maynard’s report undertaken at the invitation of the Anglo- 
Soviet Public Relations Association—a report only partially completed at the time of his 
death in December 1943. The latter is wider in scope, presenting the case for an integrated 
Europe with security for all nations, but with the Polish outlook forcefully emphasised. 

B. Montagu Scott’s latest volume of verse, “* You ANp Your Suips"” (Hutchinson ; 5s.), 
is simple in concept and in expression. And in such simplicity lies much pathos and 
emotion. 


A medal is so small a thing to keep, , 
So little over which to sit and weep. 

It is the little cross my lips shall touch, 
Upon the rosary of all the much 








eels 


“ Tsetse Flies of East Africa,” 


I shall remember, nor of which will tire, : 

When I am old, and, sitting by the fire, 

With trembling hands and palsied, quivering lips, 

Telling my beads of you. You and your ships. 
W. R. Calvert, 
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We’re posting our applications now 
—to make certain of getting even 
better Kelvinator Refrigeration at the earliest 
possible moment. The date of application 
decides priority ! Why not join us ? 


Get registered to-day on the Kelvinator Priority List by sending 
your name and address to 


KELVINATOR LTD., Dept. I.L., 262, GRAY’S INN ROAD, LONDON, W.C.1 








AUTOMATIC ELECTRIC REFRIGERATION 
FOR TRADE INDUSTRY & THE HOME 


223 








If you were asked “ what shape is a tube?” ‘you would say 


“round” and be right sometimes. But. one thousand four 
hundred and fifty-two times you could be wrong because that is 
the number of non-round tubular shapes that Accles & Pollock 
have made to date. It’s amazing that industry should need so many 
different shapes but Accles & Pollock are here to give industry 


what it wants in tubes however difficult or unusual the need. 


ACCLES AND POLLOCK LTD 
OLDBURY @ BIRMINGHAM 





Yes, but like most good 
things it’s scarce. Perhaps 
it won’t be so long now 
before more plentiful times 
come round. Meanwhilc 
when you-.do get a bottle 
please use it sparingly. 


BRYLGREEM— 


THE PERFECT 
HAIR DRESSING if 


Y 





County Perfumery Co., Lid., 17-19 ,Stratford Place London ,W1 





royds 810K 
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Radio Gillette calling! Hullo, to all of you back home. 
We can take it, out here. Blue Gillettes are temporarily 
‘out of action.” Meanwhile, at home, you'll find the 
Standard Gillette Blade can take it, too—on the chin! 
As keen as ever— 


They’re steeling our morale, 


though a bit deployed ! 


Gillette in battledress 


“‘Standard”’ Gillette Blades (plain steel) 2d each, 
including Purchase Tax. Fit all Gillette razors, old or new. 


Sometimes difficult to get—but always worth finding. Production still restricted. 











ELECTRIC FIRES 
& COOKERS 
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These are typical of the 
































electric fires and cookers 
which we shall be making 
for your home as soon as 


the war is over. 
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‘YOU CAN’T BEAT 
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BELLING & COMPANY LTD., BRIDGE.WORKS, ENFIELD, MIDDLESEX 
Established over 30 years. 


\A\/\A\ 


A BELLING’ 


* 





























IF YOUR TAILOR 


ze 








CAN SUPPLY YOU WITH 


porte 


YOUR SUIT WILL BE MADE OF 


SCOTLAND’S HARDEST 





DR. BARNARDO’S HOMES 


Quite apart from an ever present 
family of some 8,000 children, 
keeping ‘‘ open house ’’ for any 
destitute child who may need 
care and protection calls for a 
long purse! 


Please help us to keep our 
doors widely open, as they 
have been for 79 years. 


10/- 
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WEARING CLOTH feeds one child for a week. 
5.9% Cheques, etc. (crossed), payable ** Dr. Barnardo's Homes,’ should be sent to 
SRA RaRLE 92 Barnardo House, Stepney Causeway, London, E.!. 
~ soars 
Why we need 


LEGACIES & BEQUESTS 


The need of ex-servicemen of All 
Wars, including the disabled and 
their dependants, and the care of 
those left behind by the men who 
fall in action are an ever-present to satisfy men. No woman 
and recurring charge on the Legion. likes contraptions in her 
Every year since the inception of the home—so ‘‘ Wandalite ”’ is 
Fund the expenditure has increased, designed without exposed 
and it is vitally necessary that the springs and levers — to 
Fund should be eerenenae = please women 

fortified against any possible diminu- i a See ek ie : 
tion of ph Z the future by a -- bie ercnge M, abe 
means of Legacies and Bequests. VEURING . SIN eo wer. 


EARL HAIG’S WAND 


BRITISH LEGION 


APPEAL FUND 


Full particulars and Forms of Bequest can be 
obtained from the Organising Secretary, 


Simple beauty satisfies 
every taste. No man likes 
a flimsy gadget — so the 
** Wandalite”’ is engineered 











CORNERCROFT (PLASTICS) LTD. 


subsidiary of Cornercroft ltd. ACE WORKS, COVENTRY 























“THE 99 
BREECHES 
MAKERS 


POST or PERSONAL customers 


Our long experience of post orders ensures 
every satisfaction to customers unable to 
call for personal fitting. Cavalry Twills, 
Indian Whipcords, Moleskins, Leather 
Cords, Bedford Cords, and “ 
Riding Tweeds, in all & 
popular shades and pre- 
war qualities, made to 
measure at short notice 
for Ladies, Gentle- 
men and Children. 
Breeches and 
Jodhpurs from 
S5igns. New- 
markets from 6} gns. 
10%, less for Juveniles 
(waist 28°, leg 27° or 
under). Strappings, 
Continuations, and 
P.T. extra. Send ld. 
stamp for self-meas- 

} urement chart and 

*.. patterns. 
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Sporting, Civil 
and Service Tailors 
235 REGENT STREET, W1 
REGene 2115, 5159 
Telegrams: HALLZONE, LONDON 











The fact that goods made of raw materials in short supply owing to war conditions are advertised in this publication should not be taken as an indication that they are necessarily available for export. 
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“Why I read 
The Yorkshire Post” 


“Well, to tell you the truth, it was 
Robinson who started me off. He’sa 
pretty successful man and I noticed he 
always read it. So I began, largely out 
of curiosity. Then I found its judg- 
ments were pretty shrewd, its opinions 
authoritative and trustworthy. So I’ve 
kept on with it ever since. As you know, 
I’ve got a finger in many pies and it is 
essential for me to know what the 
North is thinking and doing. I get to 
know by reading The Yorkshire Post. 

“Another thing. Northern indus- 
tries, politics and finance are more 
closely linked up with the rest of 
the country nowadays, and reading 
The Yorkshire Post helps me to see 
national questions in better focus. 

“T also rely on The Yorkshire Post 
to give me full reports on many north- 
ern industrial meetings that I cannot 
get elsewhere.” 

THE 


Dorkshire 


Dost 


Voice of the North 





list of 
HISTORIC RELICS of the 


HOUSES of PARLIAMENT 


Send for illustrated 


BOOK- ENDS, TOBACCO 
JARS, ASH-TRAYS, GARDEN 
ORNAMENTS, etc., etc. 


Certificate of Authenticity given with each piece 


LONDON STONECRAFT LTD., 


409/11, West Green Road, London, N.15. 
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If you can’t always get Horlicks, please remember 
there are many who have special need of it 


In emergency rations issued to soldiers, sailors, and airmen, Horlicks is an 
essential item. It was specially chosen for this purpose because it is excep- 
tionally nourishing and sustaining. The makers of Horlicks are proud that 
it has helped to save innumerable lives. 

Large quantities of Horlicks are also required for hospitals, vital war fac- 
tories, and the mines. This is why there are only limited quantities of Horlicks 
in the shops. So, if you can’t always get Horlicks, please remember there are 
many who have special need of it. And make Horlicks by mixing it with water 
only. The milk is already in it. 








ap en ere eee ae HORLICKS 
56,000 together again I. 6,300 
children children 
already But we can mend the lives of little now in 
euasie children if only YOU WILL HELP ae 
GIFTS gratefully received by the Secretary, 
W. R. Vaughan, O.B.E., Church of England WAIFS & STRAYS SOCIETY, 
JOEL STREET, PINNER, MIDDLESEX. 
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Purchase Tux 3 each 
Obtainable only from Retailers. 

JAMES NEILL & CO. (Sheffield) LTD 


SIZE- 
MILD 
FLAVOUR 


PLAIN OR CORK TIPPED 


20 | 2'4 





W. 0. & H. O. Willis, Branch of The imperial Tobacco Company (of Great Britain and Ireland), Ltd 





but not me! 


Guard against—Tender, Sore, Spongy 
and Bleeding Gums. Dentists, for many 
years, have used Forhans astringent 
and reported completely satisfactory 
results. They also recommend Forhans 
Special Formula for the Gums Denti- 
frice for use at home because it contains 
Forhans 


the special ingredient of 


astringent. See your dentist regularly. 







* Based on 
clinical 
reports 

















With Lemon, Srange or Lima 
pe 


2 Warner every fume/ | 
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_ FOR GIRLS AND BOYS 


MODEL AEROPLANES.) 
Pedi 

Pe ee 
PRAMS 6& FOLDERS 


All the best babies have them 


DOLLS 
AND 
SOFT 
AS TOYS 


LINES BROS LTD 
Me} teller. 
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we hope, G.E.C. electric household 
appliances will once more be freely 
available. The range will include 
kettles, toasters, fires, irons, 
cleaners, and all the other necessi- 


ties for economically ing the ‘ © 
ni Sl ing aaa aca A Natural Choice... 


modern home. 


and one I've remained loyal to right since the first fill. 
FOUR SQUARE for me every time, because it has no arti- 
e » f:] . 


ficial flavouring, but is pure tobacco, made from the best 


QUALITY PRODUCTS aca mssirea snd metiowed by ageing in the wood” 
for the post-war home _ FQUR SQUARE TOBACCOS 


Advertisement of The General Electric Co., Ltd., Magnet House Kingsway, WC.2 GEORGE DOBIE & SON LTD., PAISLEY, SCOTLAND 

















Thank goodness 
lalways bought 


‘Vi Il 9 . And How, ¢ @ while Parliament sits far into the 
LID YV 2 ‘ 4 ATS) 
re a SERVICK SHTRTS | night debating the problems for peace and removing 


the restrictions of war, Ford Dealers are hard at it 


COOL WHEN IT'S HOT—WARM WHEN IT'S NOT 
: : ee: ; too—giving help and advice to motorists eager to get 
Comfortably soft to the skin, ‘ Viyella’ Service Shirts have been on 


active service for half-a-century, and are still right for any battlefront, their Ford cars ready for the road again a 
any climate. Made in regulation khaki, Air Force blue and white, ra 


they can only be supplied to members of the Fighting Forces. 





FORD MOTOR COMPANY LIMITED, DAGENHAM, ESSEX 
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